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NOTES: 
1. PART OF KIT RBW6705G00231-3G. 
2. STAMP BLACK T/N ON FLAG. 
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MAT'L : 
Description Material B/O INFORMATION OR SPECIFICATIONS : DRAWN BY CLOUGH 


UNLESS OTHERWISE SPECIFIED |APPROVED "s, EA 
DIMENSIONS ARE IN INCHES eu Ec. 

CLINOMETER SUPPORT 6061 XXX i -005 FRACTIONS + 1/8 

XX Io ANGLES +.5° 

REMOVE BEFORE FLIGHT FLAG PLASTIC NAS 1756-16 x Fa 


1. BREAK ALL SHARP EDGES .015 x 45* 
LANYARD CABLE COATED STEEL @1/16X12 (CARR LANE #CL-2-C) OR .015R 


USED ON MODEL 
2. DIMENSIONAL LIMITS APPLY AFTER 
OVAL SLEEVE ALUMINUM 1/16 X3/8 | (MCMASTER-CARR 43896131) PLATING AGUSTA AW139 


SPLIT RING STEEL Ø.80 D. X 2.07 WIRE (MCMASTER-CARR #86805T36) : DATE 3/26/2010 SHEET 1 OF 2 
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7.06 UNLESS OTHERWISE SPECIFIED |APPROVED 23 bui 
DIMENSIONS ARE IN INCHES H ———— 


XXX i .005 FRACTIONS + 1/8 
Xx or zu ANGLES +.5° 


x 
Cn 1. BREAK ALL SHARP EDGES .015 x 45* 
OR .015R 


REAT 
FINISH CLEAR ANODIZE 
SPEC MIL-A-8625F, TYPE Il, CLASS | 
USED ON MODEL 
AGUSTA AW139 


2. DIMENDIONAL LIMITS APPLY AFTER 
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